Chris Collins 
Member of Congress 
27th Disteigt of New York 



2 2 43 Rayburn Building 
Washington, D.G. 20515 
(202) 225-5265 


GONGRESS OF THE UNITED STATES 
HOUSE OF REPRESENTATIVES 


September 30, 2019 

The Honorable Andrew Cuomo 

Governor 

State of New York 

633 Third Ave 38th Floor 

New York, NY 10017 

Dear Governor Cuomo: 

I hereby submit my resignation effective immediately, September 30, 2019, as United States 
Representative of the 27th District of New York. Attached is the letter I submitted to 
Speaker of the United States House of Representatives. 


Sincerely. 



CHRIS COLLINS 


